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HITCHIN  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH,  1944. 


To  the  Chairman  and  Members  of  the  Council. 
Gentlemen, 


The  following  are  the  Vital  Statistics  for  the  year  1944. 


SECTION  A - STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 


Area  (in  acres) 

3850 

Average  Population 

20,010 

Number  of  inhabited  houses  at  Dec. 

31st  5313 

Rateable 

value 

£139,728 

Sum  represented 

by  a penny  rate 

£560 

VITAL  STATISTICS 

LIVE  BIRTHS 

Male 

Female 

Total 

Birth  Rate  Birth  Rate 

for  England 

Legitimate 

173 

184 

357 

and  Wales, 

Illegitimate 

7 

12 

37§ 

180 

1% 

18*7  17*6 

STILL  BIRTHS 

Male 

Female 

Total 

Still  Still  Birth 

• 

Birth  Rate  Rate  for 

England  and 

Legitimate 

7 

4 

11 

Wales. 

Illegitimate 

1 

1 

2 

8 

5 

13 

0*64  0*50 

The  Still 

Birth  Rate  per 

1000  total 

(live  and  still)  births 

is  33*4 

DEATHS 

Male 

Female 

Total 

Death  Rate  Death  Rate 

for  England 

and  Wales. 

102 

111 

213 

10*6  11*6 

There  are 

no  deaths  from 

Puerperal 

Causes. 

DEATHS  OP  INFANTS  UNDER  ONE  YEAR  OP  AGE 

Male 

Female 

Total 

Infant  Mortality  Rate 

(per  1000  live 

Legitimate 

8 

4 

12 

births) 

Illegitimate 

• 

1 

1 

34*5 

8 

5 

13 

The  Infant  Mortality  rate  for  England  and  Wales  is  46. 


Death  Rate  of  Legitimate  infants  per  1000  Legitimate  Live 
Births  is  33*6 


Death  Rate  of  Illegitimate  infants  per  1000  Illegitimate 
Live  Births  is  52*6 


1 


The  causes  of  death  were: 


Whooping  Cough 

Males 

1 

Females 

• 

Tuberculosis  of  respiratory  system 

5 

7 

Other  forms  of  tuberculosis 

• 

1 

Syphilitic  diseases 

2 

1 

Cancer  of  buc:  cavity  etc. 

• 

3 

Cancer  of  stomach  and  duodenum 

3 

1 

Cancer  of  breast 

• 

3 

Cancer  of  all  other  sites 

12 

6 

Diabetes 

t 

1 

Intra  Cranial  Vascular  Lesions 

6 

13 

Heart  Disease 

21 

25 

Other  Diseases  of  circulatory  system 

• 

3 

Bronchitis 

9 

9 

Pneumonia 

7 

3 

Other  Respiratory  Disease 

2 

t 

Ulcer  of  Stomach  or  Duodenum 

2 

• 

Diarrhoea  under  2 years 

2 

1 

Appendicitis 

• 

1 

Other  digestive  diseases 

2 

4 

Nephritis 

1 

7 

Premature  birth 

• 

1 

Congenital  malformations  etc. 

5 

2 

Other  Violent  Causes 

l 

2 

All  other  causes 

21 

17 

All  Causes 

102 

111 

Deaths  from  Cancer  (all  ages) 

Males 

15 

Females 

13 

Deaths  from  Measles  (all  ages) 

0 

t 

Deaths  from  Whooping  Cough  (all  ages) 

1 

• 

Deaths  from  Diarrhoea  (under  2 years  of  age) 

2 

1 

The  record  this  year  is  one  of  a population  maintaining 
itself  and  is  satisfactory  considering  the  number  of  births.  Only 
one  death  from  infectious  disease  and  none  from  disease  of  childbirth 
is  good.  At  the  same  time  the  causes  of  death  suggest  an  ageing 
population.  However  seeing  that  it  is  the  end  of  a War,  with  all 
kinds  of  disturbances  during  the  last  five  years,  we  have  much  to  be 
thankful  for. 

SECTION  B - GENERAL  PROVISIONS  OF  HEALTH  SERVICES  FOR  THE  AREA 

1.  ( i)  STAFF  See  cover. 

(ii)  SERVICES  PROVIDE!) 

( a)  Laboratory  Facilities. 

Emergency  Public  Health  Laboratories,  Cambridge. 

(b)  Ambulance  Facilities. 

One  ambulance  is  available  at  the  North  Herts.  & South  Beds.. 
Hospital,  and  one  is  provided  by  the  Chalkdell  House 
Institution.  Four  Civil  Defence  ambulances  were  also 
available  during  the  year.  The  North  Herts.  Isolation 
Hospital  provides  an  ambulance  for  the  removal  of  cases  of 
infectious  disease. 

(c)  Nursing  in  the  Home. 

The  Hitchin  District  Nursing  Association  provide  four  nurses, 
and  the  following  is  a summary  of  visits  paid  by  them  during 
their  year  1944-45 • 
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SUMMARY  OF  WORK 


General  Visits  4953 
Health  and  Casual  Visits  6960 
Maternity  Visits  1328 
Ante-Natal  Visits  533 
Tuberculosis  Visits  350 
Minor  Ailment  Cases  783 
School  Inspections  173 
Welfare  Centres  48 
Other  Clinics  55 


(d)  Treatment  Centres  and  Clinics* 

The  following  Clinics  are  held  at  the  Maples  School  Clinic, 
Bedford  Road,  Hitchin. 

Minor  Ailment  Clinic. 

Dental  Clinic. 

Eye  Clinic. 

Ante-Natal  Clinic. 

Child  Welfare  Clinic. 

There  is  a Tuberculosis  Dispensary  in  the  Out  Patients 
Department  of  the  North  Herts.  & South  Beds.  Hospital  on 
Tuesday  afternoons.  A Sick  Bay  is  also  provided  at  Milfred 
House,  Walsworth  Road,  Hitchin. 

( e ) Ho;  ypitals . 

North  Herts.  & South  Beds.  Hospital. 

Lister  E.  M.  S.  Hospital. 

North  Herts.  Joint  Board  Isolation  Hospital  (for  treatment 
and  isolation  of  infectious  disease) 

SECTION  F - PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS 


AND  OTHER  DISEASES. 

1.  There  were  287  cases  of  infectious  disease  notified  during  the 
year.  No  cases  of  Diphtheria  were  notified.  232  children  were 
immunised  in  1944  against  the  latter  disease,  at  the  Maples  Minor 
Ailment  Clinic,  and  a considerable  number  of  children  were  also 
immunised  by  private  doctors.  The  diphtheria  prophylactic  used  at 
the  Clinic  is  Alum  Precipitated  Toxoid. 


Notifiable  Diseases  during  the  year  1944 


Disease 

Total  Cases 
Notified 

Cases  Admitted 
to  Hospital 

Total 

Deaths 

Smallpox 

- 

- 

- 

Scarlet  Fever 

28 

27 

- 

Diphtheria 

- 

- 

Enteric  Fever  (including  Paratyphoid) 

1 

1 

- 

Puerperal  Pyrexia 

9 

9 

- 

Pneumonia 

8 

- 

X 10 

Erysipelas 

1 

- 

- 

Cerebro  Spinal  Fever 

1 

1 

— 

Measles 

103 

- 

- 

Whooping  Cough 

54 

- 

1 

Chicken  Pox 

74 

- 

- 

Opthalmia  Neonatorum 

2 

2 

- 

Dysentery 

4 

4 

- 

Infective  Jaundice 

2 

2 

X Some  cases  notified  elsewhere. 
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ANALYSIS  OF  NOTIFIED  CASES  19 44  (UNDER  AGE  GROUPS). 
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New  Cases  and  Mortality  during  1944 
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Senior  Sanitary  Inspector’s  Annual  Report 
For  The  Year  1944. 


To  the  Chairman  and  Members 
of  the  Council. 


Gentlemen, 

I beg  to  present  my  third  Annual  Report  upon  the  work  carried 
out  during  the  year  ending  December  31st  1944* 

Numerous  housing  defects  and  nuisances  were  again  remedied  by 
informal  action  under  the  Public  Health  Act.  It  was  however  necessary 
in  a few  instances  to  recourse  to  formal  action.  As  the  labour  and 
materials  position  has  deteriorated  still  more  than  in  the  previous 
year,  it  has  again  been  impossible  for  any  significant  amount  of  work 
to  be  carried  out  under  the  Housing  Act,  and  detailed  house  to  house 
inspections  under  the  Housing  Consolidated  Regulations  had  to  be 
suspended  for  the  present. 

The  discontinuat ion  of  slaughtering  in  the  two  Government 
controlled  slaughterhouses  during  the  year  has  not  decreased  the  work 
of  the  Public  Health  Department  as  almost  the  whole  of  the  meat 
inspection  was  carried  out  either  before  or  after  the  normal  office 
hours. 


Regarding  Refuse  Collection,  complaints  were  received,  during 
the  winter  months,  of  refuse  not  being  collected  regularly.  This  was 
entirely  owing  to  shortage  of  labour  and  continued  absence  of  workmen 
due  to  sickness.  It  is  hoped,  however,  when  the  labour  position 
becomes  normal  again,  that  it  will  be  found  possible  to  return  to  a 
weekly  collection  of  refuse  and  salvage. 

I have  to  express  my  thanks  to  all  of  the  Council's  officials 
for  their  co-operation  during  the  year. 

I am, 

Your  obedient  Servant, 

(Signed)  N.  HOLT,  M.S.I.A. , A.R.SAN. I. 

Senior  Sanitary  Inspector. 
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SUMMARY  OP  SANITARY  INSPECTOR’S  VISITS  AND  NOTIONS  SNR  YEP 


DURING  THE  YEAR  ENDING  DECEMBER  31st  19*44. 

NATURE  OP  VISIT  OR  INSPECTION 


GENERAL  SANITATION;  Water  Supply  26 

Drainage  93 
Stables  and  Piggeries  3 
Common  Lodging  Houses  1 
Tents,  Vans  and  Sheds  3 
Factories  15 
Outworkers  1 
Bakehouses  20 
Theatres  and  Places  of  Entertainment  2 
Refuse  and  Salvage  Collection  133 
Refuse  Disposal  31 
Rats  and  Mice  8 
Schools  4 
Shops  1 
Employment  Agencies  3 
Petroleum  Installations  48 
Miscellaneous  Sanitary  Visits  89 


HOUSING:  UNDER  PUBLIC  HEALTH  ACTS 

Number  of  houses  Inspected  477 

Visits  paid  to  above  houses  917 

UNDER  HOUSING  ACTS 

Number  of  houses  Inspected 
Visits  paid  to  above  houses 

OVERCROWDING 


Number  of  houses  Inspected  92 

Visits  paid  to  above  houses  92 

VERMINOUS  PREMISES 

Number  of  houses  Inspected  18 

Visits  paid  to  above  houses  26 


INFECTIOUS  DISEASES: 

Inquiries  in  cases  of  I.D. 
Visits  re  disinfection 
Miscellaneous  I.D.  visits 
Inquiries  in  cases  of  Scabies 


42 

33 

15 

2 


MEAT  AND  POOD 

INSPECTION:  INSPECTION  OP  MEAT 


Visits 

Visits 

Visits 

Visits 

Visits 

Visits 

Visits 

Visits 

Visits 


to  Slaughterhouses  299 
to  Shops  and  Stalls  1 
to  Butchers  48 
to  Fishmongers  and  Poulterers  7 
to  Grocers  57 
to  Cowsheds  20 
to  Dairies  and  Milkshops  94 
to  Pood  Preparing  premises  4 
to  Restaurants  15 
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MEAT  AND  ffOOD  VISITS  IN  CONNECTION  WITH  SAMPLING 

INSPECTION.  ~ ’ 

( continued)  Milk  - Bacteriological  24 

Milk  - Tubercle  Bacilli  24 

NOTICES  SERVED: 

Number  of  Informal  notices  served  255 

Number  of  Informal  notices  complied  with  237 

Number  of  Statutory  notices  served  9 

Number  of  Statutory  notices  complied  with  11 

Housing  Repairs  carried  out  under  supervision  of  Sanitary  Inspectors* 


General 

Brickwork  repaired  1 
Roofs  repaired  2 
Chimney  Stacks  repaired  or  rebuilt  7 
Eaves  gutters  and  rairayater  pipes  repaired  or  renewed  3 
Window  Frames  repaired  or  renewed  4 
Boors  and  door  frames  repaired  or  renewed  2 
Floors  repaired  or  renewed  3 
Ceilings  repaired  or  renewed  3 
Fireplaces,  ranges,  repaired  or  renewed  4 
Coppers  provided  or  repaired  4 
Hot  Water  Systems  repaired  3 
Water  services  repaired  or  renewed  1 

Drainage 

Choked  drains  and  water  closets  cleared  25 
Drains  repaired  or  relaid  9 
Inspection  chambers  constructed  3 
Inspection  chamber  covers  provided  3 
Intercepting  traps  fixed  1 
Fresh  Air  inlets  renewed  1 
W*  C.  flushing  cisterns  repaired  or  renewed  10 
Vent  pipes  repaired  or  renewed  2 
Waste  pipes  repaired  or  renewed  5 
Gullies  provided  or  renewed  7 

Fittings 

Water  Closets  provided  or  renewed  13 
Washbasins  provided  2 
Sinks  provided  1 
New  dustbins  provided  218 
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SECTION  C - SANITARY  CIRCUMSTANCES  OF  THE  AREA. 


1,  ( i)  Water. 

With  the  exception  of  a few  cases  on  the  outskirts  of  the 
district,  the  whole  of  Hitchin  obtains  its  water  from  a piped 
supply  owned  by  the  Council.  The  Water  Engineer  is  Mr.  S.  Davey, 
to  whom  I am  indebted  for  the  following  information. 

The  Water  is  obtained  from  three  deep  wells,  Well  Head  and 
Temple  End,  situated  at  Charlton,  a hamlet  on  the  south-west  side 
of  the  district,  and  Ought on  Head,  situated  on  the  boundary  of 
Pirton. 

The  sub-soil  of  the  district  is  mainly  chalk.  With  the 
increased  consumption  due  to  evacuees  and  new  factories  etc.  the 
supply  has  been  maintained,  and  now  that  the  Oughton  Head  supply 
is  in  full  use  the  town  has  an  ample  supply  of  water.  In 
addition  to  the  town,  the  Council  also  supply  water  to  the  areas 
of  Ickleford  and  Cadwell  in  the  Hitchin  Rural  District. 

The  water  is  chlorinated  before  being  stored  and  as  a war 
time  measure  a residual  chlorine  content  of  0*2  parts  per  million 
has  been  kept  in  the  supply. 

Samples  for  bacteriological  and  chemical  analysis  were  taken 
fortnightly  and  save  for  a very  few  exceptions  shew  the  water  both 
treated  and  untreated  to  be  of  a very  high  standard. 

( ii)  Drainage  and  Sewerage. 

There  has  been  no  important  extension  of  sewerage  during  the 

year. 

2 . Rivers  and  Streams. 

A serious  nuisance  is  being  caused  by  the  discharge  of 
polluted  water  into  the  junction  of  the  Rivers  Hiz  and  Purwell 
behind  Grove  Mill.  The  water  discharges  from  a ditch  which 
commences  on  Walsworth  Common  adjoining  the  Tottenham  and  District 
Gas  Cos.  premises.  This  ditch  is  polluted  by  a deposit  of 
sediment  originating  from  Bowman’s  Flour  Mill,  by  oil  from  the 
L.N. E.  Railway’s  premises,  and  by  hot  water  from  a coke  washing 
plant  of  the  Gas  Co.  Gas  lienor  and  other  tarry  matter  has  had 
to  be  discharged  into  the  ditch  by  the  Gas  Co.  on  isolated 
occasions  due  to  their  plant  becoming  overloaded.  The  only 
permanent  solution  to  the  nuisance  is  the  replacing  of  the  ditch 
by  a sewer  and  disposal  of  its  contents  either  at  the  Council's 
Sewage  Works  or  at  some  special  plant  to  be  constructed. 

3*  ( i)  Closet  Accommodation. 

With  the  exception  of  the  village  of  Charlton  and  a few 
outlying  houses,  the  whole  of  the  district  is  served  by  water 
closets,  which  excluding  one  or  two  houses  which  discharge  into 
cesspools,  are  connected  to  the  Council’s  sewers. 

Charlton  is  in  the  main  provided  with  pail  closets  or 
connocto.d  to  cesspools  or  sohk-ctttays.  This  is  a very 
unsatisfactory  state  of  affairs  and  the  question  of  sewerage 
should  be  considered  at  the  earliest  possible  opportunity. 
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(ii)  Public  Cleansing. 

Refuse  Collection  and  Disposal 

The  Following  tables  show  the  estimated  cost  of  Refuse 
Collection  and  Dispoal,  together  with  the  materials  salvaged  during 
the  year. 


Number  of  Loads  collected 

1902 

Estimated  Weight 

39 63 

Tons 

Cost  of  Collection 

£1,996 

Cost  per  Ton 

10s. 

Id. 

Cost  of  Disposal  • 

£49  6 

Cost  per  Ton 

2s. 

6d. 

Cost  of  Collection  and  Disposal 

£2,492 

Cost  per  Ton  of  Collection  and  Disposal  12s, 

7d. 

SALVAGE. 


Weight  Receipts 


Tons 

Cwt  s . 

Qrs. 

Lbs. 

£ 

s. 

a 

PAPER 

204 

19 

2 

17 

1322 

4 

9 

METALS  - 

■ Baled  Tins 

50 

18 

2 

0 

50 

18 

6 

Cast  Iron 

4 

1 

2 

0 

12 

4 

6 

Light  Iron 

2 

0 

0 

5 

0 

Steel 

2 

16 

0 

0 

7 

0 

0 

Cast  Aluminium 

3 

7 

1 

4 

5 

Rolled  Aluminium 

2 

0 

20 

8 

5 

7 

Aluminium  Foil 

10 

4 

5 

Brass 

4 

3 

9 

6 

10 

5 

Copper 

2 

3 

3 

6 

2 

2 

Lead 

2 

2 

4 

2 

11 

4 

Battery  Lead 

9 

1 

10 

5 

16 

9 

Zinc 

2 

4 

8 

7 

Uncleaned  Metals 

1 

0 

2 

15 

3 

RAGS 

11 

8 

3 

4 

271 

6 

6 

SACKING 

9 

17 

3 

8 

45 

6 

9 

RUBBER 

11 

* 

2 

0 

27 

18 

9 

BOTTLES 

10 

0 

7 

2 

11 

6 

JARS 

3 

15 

0 

0 

20 

7 

6 

BONES 

8 

4 

2 

17 

39 

2 

5 

KITCHEN 

WASTE 

318 

2 

0 

0 

477 

3 

0 

CONDEMNED  FOODSTUFFS 

1 

10 

2 

26 

5 

7 

7 

TOTAL: 

628 

14 

1 

8 

£2,315 

15 

8 

(iii)  Sanitary  Inspection  of  the  Area, 

See  pages  7 and 
( iv)  Shops  and  Offices, 

No  action  was  taken  during  the  year 
( v)  Camping  Sites. 

Nil 

( vi)  Smoke  Abatement. 

Inspections  were  carried  out  during  the  year. 
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( vi i)  Swimming  Baths. 

118,658  attendances  were  made  by  bathers  at  the  Public 
Open  Air  Swimming  Pool  during  the  Summer  months.  Samples  were 
taken  at  fortnightly  intervals  and  were  generally  satisfactory. 
Unsatisfactory  samples  were  received  at  different  times  and 
were  probably  due  to  the  excessive  number  of  bathers  attending 
on  particular  days?  the  purification  plant  only  being  designed 
to  deal  with  approximately  800  bathers  daily. 

(viii)  Eradication  of  Bed  Bugs. 

( aj  Council  houses  found  to  be  infested  0 
( b)  Other  houses  found  to  be  infested  4 

All  the  infested  houses  were  disinfested. 

4.  Schools 

The  sanitary  condition  of  the  schools  is  satisfactory. 

No  schools  were  closed  for  infectious  disease. 


SECTION  D - HOUSING-. 


477 

917 


Nil. 
Nil. 

2.  REMEDY  OF  DEFECTS  DURING  THE  YEAR  WITHOUT  SERVICE  OP 
FORMAL  NOTICES. 

Number  of  defective  dwelling-houses  rendered  fit 
in  consequence  of  informal  action  by  the  Local 
Authority  or  their  officers.  277 

3.  ACTION  UNDER  STATUTORY  POi'MCS.  DURING  THE  Y&Jt. 

(b)  Proceedings  under  Public  Health  Acts. 

(1)  Number  of  dwelling-houses  in  respect  of 
which  notices  were  served  requiring  defects  to 

be  remedied.  15 

(2)  Number  of  dwelling-houses  in  which  defects 
were  remedied  after  service  of  formal  notices. 

a.)  by  owners  10 

b)  by  local  authority  in  default  of  owners  7 


1.  INSPECTION  OP  DV/ELLING-HQU SES  DURING  THE  YEAR. 

U),  . 

(a)  Total  number  of  dwelling-houses  inspected 
for  Housing  defects  (under  Public  Health  or 
Housing  Acts) 


(b)  Number  of  inspections  made  for  the  purpose 


(2) 


(a)  Number  of  dwelling-  houses  (included  under 
subhead  (1)  above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated 
Regulations  1925* 

(b)  Number  of  inspections  made  for  the  purpose. 
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SECTION  E - INSPECTION  AM)  SUPERVISION  OF  FOOD. 

( a)  Milk  Supply 

There  are  two  cowkeepers  and  milk  producers,  and  ten  retail 
purveyors  of  milk  registered  in  the  Urban  district. 

Inspections  of  farms  and  dairies  were  made  during  the  year 
under  the  Milk  and  Dairies  Orders, 

Two  milk  purveyors  hold  an  annual  Dealer ’ s Bottling  Licence 
to  use  the  designation  ’’Tuberculin  Tested”  in  relation  to  milk 
bottled  by  them  at  their  respective  dairies,  four  purveyors  an 
annual  Dealer's  Retailing  Licence  to  use  the  designation 
’’Tuberculin  Tested”  in  relation  to  milk  retailed  by  them  within 
the  Urban  district,  and  another  purveyor  holds  a Supplementary 
Licence  to  use  the  designation  "Pasteurised”  in  relation  to  milk 
retailed  in  Hitchin. 


During  the  year  63  samples  of  milk  were  submitted  for 
bacteriological  examination  with  the  following  results: - 


No.  of 
Samples 

43.  "T 

11 

9 


Class  of  Milk 


Ungraded 
Accredited 
Tuberculin  Tested 


Methylene  Blue  Test 

Passed  Failed 


27  16 

9 2 

7 2 


Coliform  Test 
Passed  Failed 
31  12 

10  1 

7 2 


It  will  be  seen  that  43  samples  out  of  63  or  68*2%  satisfied 
the  Methylene  Blue  Test,  and  48  samples  out  of  63  or  76*2% 
satisfied  the  Coliform  Test, 


Guinea  pig  inoculations  were  carried  out  with  the  above  63 
samples,  to  test  for  the  presence  of  tubercle  bacilli,  and  two 
were  found  to  be  positive  and  infected,  a percentage  of  3#17» 

One  of  the  affected  milks  was  of  the  Accredited  standard,  and  the 
other  was  Ungraded.  Arrangements  were  made  in  both  cases  with 
the  Milk  Marketing  Board  for  the  diversion  of  the  infected  milk 
for  pasteurisation,  until  such  time  as  the  Ministry  of  Agriculture 
and  Fisheries  had  concluded  their  investigation  of  the  animals  at 
the  respective  premises.  The  latter  investigations  resulted  in 
the  slaughter  of  a tubercular  cow  at  each  farm. 

332  samples  of  milk  were  taken  by  the  Area  Supervisor  and 
myself  under  the  National  Milk  Testing  and  Advisory  Scheme  which 
has  been  developed  by  the  Ministry  of  Agriculture  and  Fisheries. 
The  samples  were  classified  as  follows. 


Category  A 

(Market  Milk) 

289 

Category  B 

(Salvage  Milk) 

51 

Category  C 

(Rejected  Milk) 

12 

(b)  Meat  and  Other  Foods. 

At  the  commencement  of  the  year  animals  were  being  slaughtered 
for  food  at  two  Government  slaughterhouses,  controlled  by  the 
Ministry  of  Food,  and  at  the  Herts,  and  Beds.  Co-operative  Bacon 
Factory. 

In  April  slaughteringw&s  di/bontinued  in  the  two  Government 
slaughterhouses,  and  was  transferred  to  a Government  slaughterhouse 
in  Letchworth,  on  the  premises  of  the  Letchworth  Bacon  Co.  Ltd. 

The  closing  of  the  two  premises  was  stated  to  be  due  to  questions 
of  national  economy  and  the  conservation  of  man-power. 

The  following  table  shows  the  number  of  animals  killed  and 
inspected  during  the  year. 
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Beasts 

Sheep 

Calves 

Pigs 

Total 

Number  killed 

258 

753 

134 

41,905 

43,055 

Number  inspected 

258 

758 

134 

41,905 

43,055 

Percentage  inspected 

100$ 

lOO^b 

lOO^o 

100$ 

100$ 

Of  the  above  animals  the  following  carcases,  offal  etc.  were 
found  to  be  diseased  and  unfit  for  food,  and  were  voluntarily 
surrendered  and  disposed  of  so  as  not  to  be  used  for  human  consumption#' 


tpry 

. Bacon  Facets 

Carcases  or  parts 
Offal 

Totals 

Tubercular 

Other 

than  T.B. 

Total  Weight 

, No. 

Weight 

No. 

Weight 

in  lbs. 

•3064 

2207 

5271 

45651- 

9590 

55241 

93 

1887 

1980 

13386 

9059 

22445 

59037 

18649 

77686 

Other  Slaughterhouses: 

- 

" 

Beasts  - Carcases  or  parts 

23 

3255 

4 

501 

3756 

Offal 

58 

619 

44 

545 

1164 

Sheep  - Carcases  or  parts 

— 

3 

119 

119 

Offal 

- 

— 

9 

42 

42 

Calves  - Carcases  or  parts 

— 

_ 

— 

..  ■ — 

Offal 

2 

5 

— 

— 

5 

Total: 

83 

3879 

60 

1207 

5086 

GRAND  TOTAL: 

5354 

59120 

2040 

23652 

82772 

Numerous  visits  were  made  to  butcher's  shops  etc.  food  shops, 
and  other  food  preparing  premises.  The  following  quantities  of  food- 
stuffs were  also  found  to  be  unsound  and  unfit  for  food,  were 
voluntarily  surrendered  by  the  ov/ners,  and  disposed  of  so  as  not  to  be 
used  for  human  consumption. 


Meat  from  Butcher’s  Shops  etc. 

Bacon 

Pish 

Flour,  Cereals,  etc. 

Tea 

Cheese 

Eggs 

Yeast 

Miscellaneous  Tinned  Poods 


Tons  Cwts, 

7 


9 

8 


Qrs.  Lbs. 


1 

2 

2 

3 


1 

1 

0 


5i 

12 

26 

l4i 

18? 

12 

0 

12? 


Total;  1 16  1 24 
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